PLATE XL1
A.   HAENKE GLACIER IN 1809 From Station A (Map 3) on crest of Haenke Island (see Plate XXXVII).   Photograph by G. K. Gilbert.
B.   HABNKB GLACIER IN 1909 From Station C (Map 8) on Osier Island (see Plate XL, B).